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DPD-4676-59 
8 July 1959 


25X1 A 
25X1 A 

SUBJECT 

25X1 A 

1. 

due tor 
instead? 


MEMORANDUM FOR: Acting Chief, DFD-DD/p 
i Addition of Auto Pilot 


Tech Rep to fieae **B* 


Since Hay 1958 we have not had a I |Tech Rep at Base B 


25X1 A 

25X1 A9A 
25X1 A 


, preference for additional LAC electricians 

He had found fro* experienc e that the LAC electricians 
could handle the AP Just as veil as a | | Technician and with additional 

electricians he would have better balanced crews. Thus two more 
electricians were added to his ccstpleaent in July 1958. 


2. On 6 July 1959 


LAC Personnel Manager, 


called to sa y that their engineer at the feat Site had recosnended 
*kat a jT ech Sep be added to Base B. The performance of the PA 
with the tJ-75 is exceedingly sensitive and requires the very finest 
adjustment a possible. They feel strongly that only a factory trained 
technician ha® the capability necessary. 


25X1 A the 


3. 


b. 


The LAC test crew going to Base B with the J-75 will include 
?*ch Sep presently at the Test Site. 


25X1 A » 


With your approval I shall 
ready to go to Base B as 


arrange 
soon as 


with 

pose 


1 

iWleT 


to get 

It would be 


25X1 A 


especially helpful to have the new nan in place when the test team 
arrives. 




Chief, Personnel Section 
DPD-LD/p 


25X1 A 


25X1 A APPROVAL; Augment Base B with 


Tech Sep 


WILLIAM BURKE, Colonel, USAf 
Acting Chief, DED-DD/P 


AHDiJba (8 July 1959) 
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